First  Christian  Church,  Mobile,  Ala. 
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Fi^^cSstlcflf^hurch,  styfecl  in  beautiful  <»•  /C, 
\.   Gothic  architecture,  is  located  at  Government  vft 
v     and  Stocking  Streets,  in  the  heart  of  the  re- 
sidential  section  of  Mobile.    Built   of  North 
,  Alabama  sandstone  and  completed  Jul; 
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